THE  OLD  MEETING  HOUSE  ON  PARK  HILL 

In  Westmoreland,  New  Hampshire.  Begun  in  1762,  the 
first  services  were  held  in  1764.  It  was  moved  to  its 
present  site  in  1779,  and  the  steeple,  with  a  bell  from 
the  foundry  of  Paul  Revere,  was  built  in  1826. 
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